1938 

Electrical Show 

University of Illinois 

April 21 - 22 - 23 

Thursday, April 21 

Formal Opening — 7:30-10:30 p. m. 

Friday, April 22 

High School Day — 1:30-5:30 and 

7:30-10:30 p. m. 

Saturday, April 23 

General Session— 9:30 - 10:30 a. m., 
1:30-5:30, and 7:30-10:30 p. m. 

Admission 

Adults, 40c (35c if tickets are purchased in advance 

of the opening date) 

High School Students, 25c 

Orders for tickets may be mailed to 

Department of Electrical Engineering 

University of Illinois 

212 Electrical Engineering Laboratory 

Urbana, Illinois 

Hourly and half-hourly demonstrations 
will be given in the Illumination Labor- 
atory, High Voltage Laboratory, and 
in 215 Electrical Engineering Laboratory 



